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XVIII. ExtraB of a Regifter of the Barometer, Thermo- 
meter, and Rain, atf Lyndon, in Rutland, 1774. fy 
Thomas Barker, Efguire, Communicated by Sir John 
Pringle, Bart. P. R. S. 



Hedde, March 23, 1775. 
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The quantity of rain this year hav- 
ing exceeded any I ever had before, I 
have added here a new table of the 
wetteft months from one to twelve to 
thofe I had before given. See vol. 
LXI.p. 226, In the feventeen months 
from May 1773 to September 1774 
there fell 55,890 inches of rain, 
which is 3,2-8.8 inches each month ; 
and in the three years 1772, 1773, 
and 1 7 7 4, there came 93,258 inches ; 
that is, 31,046 inches each year. The 
year began very fevere with a fharp 
froft, which was not out of the ground 
for feven weeks together, though in 
the mean time there were feveral breaks, attended with 
great rains or fnows and floods, and then freezing again. 
After the froft it was windy and wet for near a month, 
till above a week in March ; the latter part of that month 
and all April were more fair, a good feed-time; and 
though with fome frofty mornings, yet we had in gene- 
ral more mild weather than there has been in fpring 
of late years. There was at times a good deal of fine 
weather in fummer, yet mixed with a great deal of wet ; 
it was a great grafs year, and a cool fummer. The hay- 
time and beginning of harveft were fhowery, yet more 
hindering than hurting; but the latter part of harveft 
in September was exceeding bad indeed. No grain could 
be carried for three weeks together; for it rained every 

day? 



day, and in great quantities. I never meafured fo wet a 
month before. The wheat and oats were chiefly got in 
before it, and a great deal of barley ; yet, as it was a late 
harveft, there was a great deal of the barley out, fome 
wheat, and almoft all the beans and peafe. The wheat 
through the fevere and wet winter was all along thin, 
and much of it mildewed by the wet towards harveft. 
The crop of barley was not amifs, if it could have been 
all well got; but fome of it fuffered by the wet after it 
was cut. The beans and peafe were a remarkable great 
crop till harveft ; but almoft intirely fpoiled in it. There 
was a great deal of winter meat for the cattle this year, 
plenty of good grafs, a great deal of hay; and fine crop* 
of turneps; but the ftraw of that corn, which was out in 
the wet, was fpoiled. The weather fettled juft at the 
beginning of October, which was a very fine month, 
almoft like fummer; and it was not till then that the 
harveft could be finifhed. The wheat feed-time was 
good, and the reft of the year favourable upon the wholefc 
though a froft at the end of November and beginning 
of December was earlier than ufual, attended with fnow; 
and threatened a fevere winter in moft parts of Europe j 
yet it grew mild again afterward, was in general fair, 
and the ground continued tolerably dry, and a few frofty 
days concluded the year. 
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